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SOVS FIRED NUCLEAR TEST, 16C MILE ALTITUDE, BEST 

SSTIVATE YIELD 200 KT. COORDINATES 46N68E. TIME 0340:45.48 : : 
ZLU, 22 OCT. COMMO OUTAGES EXTENSIVE. PROVIDE H&S BEST POSSIBLE 
SSP IMATE EPREST Ti © AND @ ORS ITS, ALSG INSURE WITHIN TIME 
AVAILABLE FORTHCOMING C MISSIONS ADEQUATELY PROTECTED. PLS 
AOVISE. 
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Deciassiii: vy theNRO 
In Accordance with E. 0. 12958 


on ___NOV Zb 1997 
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